Approved For Release 2006/10/18 : CIA-RDP81 Boos 493001 00004001 3-6 
a Toe 


MC~1231 
if JAN 1968 
MEMORANDUM FOR! Chief, Materiel Branch, DPD 
25X1 SUBJECT 1 Wind and Temperature Measuring Equipment[ __——_—=sdzs 


POX 1. The following Msted equipment, inclwling necessary support 
items, Le — } It should be installed and operation 
prior to 1 August . 


Wind Measuring Set AN/GH2-11, consisting of: 
Iniicater 1D-373 GMQ~1l, Steck Ho. 6660 547-4025 
Support MT-1246/04)-11, Stock No. 6660 692=3055 
Transnitter T420/QM)-11, Stock No. 6660 547-6037 
Recorder #0-2/GM)-11, Stock No. 6660 $27-7388 

Humidity - Temperature Measuring Set AN/TMQ-11 (V), consisting of: 
Tranamitter Group OA-1165/TMQ-11, Stock No. 6660 608-2646 
decorder RO-42/TM)-11, Stock Ho. 6660 608-2645 
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| Orig & 1 ~ Addressee 


Chief, Operations Branch, DPD-DD/P 
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